(o)    Seiverarje.

In Hyderabad City 170.70 miles of sewers with 5,377 connection
and 6,126 manholes were maintained daring the year 1354 F. for the
convenience of the pablic and slam dwellers, 9 pablic baths, 82
flush-latrines and 61 flash urinals were provided.

There wore also 75 dumping pits. The Capital cost of the
project amounted to Rs. 101.70 lakhs. The annual maintenance cost
being 0.58 lakhs.

Drainage Department.

Total expenditure of the City Drainage Department in 1354 F.
was Rs. 13,852 chargeable to tho general revenue and Rs. 8,02,853
chargeable to the "Maintenance11 head; a total of Rs. 3.16 lakhs.
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